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By Appointment. 


TUCK'S POST CARD 

CARTE POSTALE. _ POSTKARTE. 


The Royal Hospital. Chelsea. Great Hall, designed 
by Wren. Men s recreation room. Fresco by 
Antonio Verrio. Decorated with captured stand¬ 
ards; oak panelled. Large picture, “The Fight for 
the Standard,” painted by E. Ansdell, E.A. 


(For Address Only.) 



Printed in England. 
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The Royal Hospital, Chelsea. Great Hall, designed 
by wren. Men’s recreation room. Fresco by Antonio 
Verrio. Decorated with captured standards ; oak paneiled. 
Large picture, “The Fip-ht for the Standard.” nainted bv 


Printed in England 
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